r 



MACHICHE 


'■uijp'm,*' 


2 East L‘ Sliin/! 

V-.F.15 nvui.6 2 


U Mackiche 


DU LOUP 


NIUOLRT^ 


I lack.!’ 1 . 


1 \T.16ffvit.6 


WestL* Ship; 


'? - Ban U 


LABAIE 


XHICOT 


(V«" K 1 45 ' W - 


SOREL 


Telegraph Cable Jtubrn l1 h&'elj\ 


LANORAIE 


ST OURS 


LAVALTRIE 




CONTRECCEUR 


STSULPICE. 


L’ASSOMPTIpN d 


STDENIS 


ST ANTOINE 


Am VERCHERES!,, 


Marie Point 


,2 L«F. 

30&14 ft vied m.. 


REPENTXGNY 


Cape St Michael 


LACHENAY1 


VARENNES 


STMABK 


STJOSEPH 


POINT AUX TREMBles M? 

2 L‘“ 


BOUCttERVILLE 


R1LAIRE 


BEL CEIL 


Bel -ceil Mountain. 
1300 feet 


BoncVierville 

Hill 


LOHGUEUIL 


Rallwav Station. 


NORTH AMERICA 

RIVER ST LAWRENCE ABOVE QUEBEC 


ST OLIVIER 


SURVEYED BY CAPT7 H.W. BAYFIELD R.N. 1831 37. 

RE EXAMINED BY COMM* J. ORLEBAR, R.N., 

Assisted by Comm*' Hancock, Mess" Des Brisay, Carey and CJifton, R.N. 


CHAMBLY 


;Chajhbly Rapids 


. W. White Buoys. 


F. Fixed, Fl.Flashing, Rev. Revolving lights 

m.mud. T.rock, s.sand. st. stones. 

Variation in 1861. increasing 4' amwally. 
Figures on the land, shew the height in Feet above the Bit 
SOUNDINGS IN FATHOMS 
reduced to the Ordinary Low Water Level of Summer 


LA PRAIRIE 


West of Greenwich. 


Corrections Dec. 1863 


Published at the Admiralty, !•? NorV 1861. under the Superintendence of Capt" Washington R.N.iERE. Bvdrographel 


der the direction of Cajrt.GABedfordRXfcy C.Walker. 

Sheet H 2830 1 























































































































































































































































